

40 y/o with pelvic pain, had IUCD inserted 
Broken IUCD lodged within posterior myometrium 










Uterine causes of Pain 

i Related to endometrial canal 


- Hematometra 


■ Congenital i 


i Post endometrial ablation m 


- Endo-myometritis / 

' t i' «l 

i Related to myometrium i 


- Fibroid 


-Adenomyosis 


-“misplaced” IUCD 
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When you have pelvic pain 
IS THIS the way you f eel? 








